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TO? Eastman Kodak Company Page 1 of 1 Pages 
THROUGH: oa al STATINTL Production List Nr. 60-21 to Contract Hr. H¥«Ci=697 
Nr. ir. ricaabesicnarad Unit Pack Qty Est. Cost | Remarks 
1. XDoNL Union, £" Stainless Steel EA 8 4h .00E 
2. XDoHL Union, 3" 3/s EA 4 2h 00x 
3. XDeNL Bushing 4 Xx ¢" 5/s RA h hoe 
k, XDeRt, Bushing, 4 X 1/8" 3/s FA & 5.208 
5. IDM, Bushing, ¢ X 1/15" 8/8 BA 4 5.608 
6. XD-RL jee, 4" 3/8 EA 8 9.005 
Te Delt Mipple, 4" All thread, 8/8 RA 16 —- Ab. ho 
8. Dei, Ripple, £" all thread, 3/8 KA & 30128 
9. XD Nipple, 1/8" al) thread, 8/8 FA 8 5.208 
10. XD-HL Nipple, 2" Short Nipple, 3/S EA 6 13.4he 
1k,  XD-NL Wipple, 3", Short Hipple, 8/8 EA 4 3.04 ( 
12, XDeHL Pipe, 8/3 4 X 15h Long EA 4 & bOs 
13. XD-NT, Pipe, 8/S, + X 10" Long RA k 4.008 
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